25X1 


5X1 


Approved 

INFORMATION REPORT 


CD NO. 


COUNTRY Yugoslavia 
SUBJECT Mavrovo Power Plant 


- - - ■-k.niini, 

[p ^ 2 22 PH ' 1/5 


D1STR. 


23 3EP m 


PLACE 

ACQUIRED 


DATE OF I NFO. 


25X1 



25X1 


25X1 


NO. OF RACES 1 


NO. OF ENCLS. i map 

(LISTED BELOW) r 


SUPPLEMENT TO 
REPORT NO. 


olcr 

UP 



3. Construction -work on this project, carried out by a firm called Construction 
Mavrcyo, has been going on since June 1947. So far, however, only sane 
tunnels and the road loading to the site of the plant have been started 
(see sketch). The project is considered a priority undertaking and is 
intended to supply current whenever there is a low water supply. The plant 
was originally intended to supply current to Macedonia, Albania and areas as 

far south as Greece, but the plan was subsequently changed to include only 
Macedonia# 

4. As of June 1949 there were no military units stationed in Mavrovo. Nothine 
was heard regarding partisan activities in the Mavrovo i .§ren, 
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